To:  R8EISC[R8EISC@epa.gov] 

From:  mstewart@patriotcontractingusa.com 

Sent:  Wed  8/12/2015  1:41:17  PM 

Subject:  GOLD  KING  MINE  Hazardous  Response  Team  Contractor 

Good  Day, 

I was  given  your  email  to  get  our  information  on  the  contractor  list  for  the  cleanup  work 
that  will  be  required  for  the  Gold  King  Mine  issue.  Please  let  me  know  where  and  who  to 
send  our  information  and  lists  of  abilities. 

Regards, 

Michael  Stewart 

President  / Patriot  Contracting  & Reclamation  LLC 
A Service  Disabled  Veteran  Owned  Small  Business. 

(480)  688-7220 
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